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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 186560 
ORIGIN EUR- 12 

INFO OCT-01 ISO-OO EPA-04 ACDA-12 CEQ-01 CIAE-00 
DOTE-OO HEW-06 HUD-02 INR-10 INT-05 L-03 NSAE-00 
NSC-05 NSF-02 OIC-02 PA-02 PM-05 SOE-02 DOE- 15 
OES-09 SP-02 SS-15 TRSE-00 ICA-20 DODE-OO /135 R 

DRAFTED BY EUR/RPM:BCLARK:MEM 
APPROVED BY EUR/RPM:BCLARK 
EPA:JTHOMPSON 
EPA : LSCHOOLFIELD 
EPA:JCOTRUVO 

040550 250128Z/61 

R 242059Z JUL 78 
FM SECSTATE WASHDC 
TO AMEMBASSY STOCKHOLM 
INFO USMISSION USNATO 

UNCLAS STATE 186560 

E.O. 11652: N/A 
TAGS: CCMS, NATO, SW 

SUBJECT: CCMS: DRINKING WATER PILOT STUDY MEETING, 

KARLSRUHE 

REF: STOCKHOLM 2822 

1 . ON BEHALF OF THE UNITED STATES, LEAD COUNTRY FOR THE 
NATO/CCMS DRINKING WATER STUDY, DR. JOSEPH COTRUVO OF THE 
ENVIRONMENTAL PROTECTION AGENCY WOULD LIKE TO EXTEND AN 
OFFICIAL INVITATION TO DR. TORE STENSTROM OF THE NATIONAL 
SWEDISH ENVIRONMENT PROTECTION BOARD TO ATTEND THE 
DRINKING WATER PILOT STUDY MEETING IN KARLSRUHE, FEDERAL 
REPUBLIC OF GERMANY, SEPTEMBER 14-15. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 186560 

2. IT IS OUR UNDERSTANDING THAT DR. STENSTROM HAS BEEN 
ASKED BY THE FRG TO PARTICIPATE IN THE INTERNATIONAL 
ROUND-TABLE ON THE OPTIMIZATION OF OXYDATION PROCESSES, 

TO BE HELD AS PART OF THE KARLSRUHE CONFERENCE, 

SEPTEMBER 11-13. 

VANCE 
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Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 
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Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 
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Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780304-0177 
Format: TEL 
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Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780726/aaaaawbr.tel 

Line Count: 62 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 0026f96d-c288-dd11-92da-001cc4696bcc 

Office: ORIGIN EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
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Retention: 0 

Review Action: RELEASED, APPROVED 
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Review Release Date: N/A 
Review Release Event: n/a 
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Subject: CCMS: DRINKING WATER PILOT STUDY MEETING, KARLSRUHE 
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